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5. TRACKER FAILED TO METER AFTER SCAN CYCLE COMPLETED,, METERING 


SOLENOID DID NOT ENERGIZE BECAUSE RELAY FA 

ONLY APPROX 30 HOURS OF OPERATION, 

6c GOOD 
7o CLEAR 
8 C GOOD 
9o GOOD 

10. NONE 

11. NO TURBULENCE, GENERAL WEATHER - CLEAR, 

END OF MESSAGE 


FAILED, RELAY HAD 
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